.To: Kastner  (Dinneen).  EllierEllie.Kastner@WestonSolutions.coml: 

Personal  Emaii/Ex.  6 

i ! 

Cc:  Robinson,  David[David. Robinson@WestonSolutions.com] 

From:  Merritt,  Steven 

Sent:  Sun  8/9/201 5 1 0:55:23  PM 

Subject:  RE:  Gold  King  Mine  Eqpt  Request 


Approved.  Calling  Ralph  Ward  now. 


Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator 
U.S.  Environmental  Protection  Agency  Region  8 
1 595  Wynkoop  ST  (8EPR-ER) 

Denver,  CO  80202-1129 
303-312-6146  -Work 
303-775-7226  - Mobile 
303-312-7203  - Fax 
MetTitt.Steven@epa.gov 


From:  Kastner  (Dinneen),  Elbe  [mailto:Ellie.Kastner@WestonSolutions.com] 
Sent:  Sunday,  August  09,  2015  4:24  PM 


To:|  Personal  Email/Ex.  6 

C c : ' KobTnson” Da vid; Merritt,  S te ven 
Subject:  Gold  King  Mine  Eqpt  Request 


Tom  and  Steve, 
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Please  see  START’s  equipment  request,  attached. 


Please  let  me  know  if  you  have  any  questions.  Thank  you!!!!!!!! 


Ellie  Kastner 
Weston  Solutions.  Inc. 
Associate  Project  Engineer 
303-729-6158 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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